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Date: 30-03-2023 Health Bulletin Time: 6:00 PM 


Bulletin No. 1141 (since 15t" March 2020) 


1@) Positive Today: 14 WY Recovered Today: 05 

WR Death Today: 00 &{Q Active Cases: 27 

S*’Y Sample Positivity today: 4.55% R% _ Recovery Percentage: 96.02% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 104832 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 100659 = (96.02%) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3809 = (3.63%) 
4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 337 = (0.32%) 
5. Number of samples found negative for COVID-19 today: 294 
6. Total number of samples sent for COVID-19 testing today: 276 
7. Total number of cumulative samples found negative since 01.01.2022: 1620313 
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Detailed Status of Sample Tested 


< Negative oe Positive 
Negative , Positive ; 
A Cumulative : Cumulative 
in last 24 2 in last 24 : 
hours Se hours ee 
01.01.2022 01.01.2022 


rare 346538 iar | 300049 | 9 
Pauri Garhwal 111354 5608 16955 | 0 
Total 276 294 1620313 | 14 | 104832 1724843 


Almora 4965 4526 2 4 433 
Bageshwar 2162 2057 0 0 105 
Chamoli 3380 3245 0 3 132 
Champawat 1994 1965 0 2 27 
Dehradun 39240 38533 17 214 476 
Haridwar 14141 13859 3 32 247 
Nainital 13575 13484 3 33 55 
Pauri Garhwal 5608 4548 1 21 1038 
Pithoragarh 2767 2608 0 4 155 
Rudraprayag 3067 2923 0 2 142 
Tehri Garhwal 2632 2164 0 8 460 
U.S. Nagar 9360 9000 1 8 351 
Uttarkashi 1941 1747 0 6 188 
Total 104832 100659 27 337 3809 
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COVID-19 STATUS SINCE 01.01.2023 


1@) Positive Today: 14 WI Recovered Today: 05 

4 Death Today: 00 :@ Active Cases: 27 

1. Total cumulative Positive COVID-19 detected since 01.01.2023: 223 
2. Total Number of COVID-19 Patients Treated/ Cured since 01.01.2023: 184 
3. Total Number of COVID-19 patients migrated out of state since 01.01.2023: 08 
4. Total Number of COVID-19 Deaths since 01.01.2023: 04 
5. Number of samples found negative for COVID-19 today: 294 
6. Total number of samples sent for COVID-19 testing today: 276 
7. Total number of cumulative samples found negative since 01.01.2023: 36733 


Detailed Status of Sample Tested 


Negative arG Positive 
: Positive : 
Cumulative F Cumulative 
z in last 24 a 
Since Since 


01.01.2023 OWE 01.01.2023 


Negative 
in last 24 
hours 


Almora 

Bageshwar 

Chamoli 

Champawat 

Haridwar io | 17 | eas | 1 | 18 | os | 9 
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SGORRAS BNA 


COVID-19 Vaccination 


30th March 2023 


* Sessions Held Today: 13 
* Number of Beneficiaries Vaccinated Today: 72 
* Total Number of Beneficiaries Partially Vaccinated: 9118579 
* Total Number of Beneficiaries Fully Vaccinated: 8732977 
* Total Number of Beneficiaries Given Precaution Dose: 2291680 
Details of Beneficiaries Vaccinated in Uttarakhand 
Citizens Health Care Worker Front Line Worker Cumulativ Last 24 hrs 
e coverage 
Precautio 
n Dose 
12-14 12-14 15-17 15-17 18+ 18+ 1st Dose Both 1st Dose 2nd Caveraze 1st Pre 
Districts Yrs Yrs years years years years Coverage Dose Coverag Dose e And | cau 
1st 2nd 1st Dose | 1st Dose | 1st Dose 2nd Coverag e Coverag 2nd | tion 
Dose Dose Coverag | Coverag | Coverag Dose e e Dos | Dos 
e e e Coverag e e 
e 
Almora 21129 | 15820 | 29469 24861 385077 | 359759 6025 6035 9962 9770 99382 0 ) 
Bageshwar 10540 | 9144 14158 13384 186482 | 173500 2515 2522 2323 2403 66606 ) 0 
Chamoli 15250 | 15195 ) 49751 19737 275409 | 273068 3988 4025 6494 6642 130453 0 ) 
Champawat 11017 | 10185 | 413566 13212 185714 | 175845 2257 2325 7595 7613 48949 0 0 
Dehradun 74412 | 54062 | 104792 85370 | 1587071 | 1502175 37254 36771 30684 31373 456524 4 24 
Haridwar 76648 | 43870 | 34321 55539 | 1526229 | 1477051 17797 17690 48490 48525 379744 3 7 
Nainital 43302 | 38850 | 53805 50082 761276 | 749919 14198 14020 20121 20260 218238 1 0 
Pauri 22905 | 18164 | 32798 31229 456875 | 440810 7928 7957 7111 7211 155267 0 0 
Pithoragarh 16699 | 12980 | 23896 21353 329349 | 321197 4097 4116 8325 8428 79609 ) 0 
Rudraprayag 9223 7414 12656 11261 174950 | 162079 2466 2458 2692 2717 61926 ) 0) 
Tehri 23949 | 22606 | 31393 30889 402589 | 373058 6254 6321 4932 5062 151590 0 ) 
US Nagar 63557 | 56172 | 94030 93554 | 1365176 | 1401267 12514 12652 34826 34140 313125 22 11 
Uttarkashi 13680 | 11523 | 418344 17360 237776 | 229785 3464 3490 5004 5122 130267 0 ) 
Total 402311 | 315985 | 532979 | 467831 | 7873973 | 7639513 120757 120382 188559 189266 2291680 30 | 42 


